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San  Francisco  Public  Library 

GovernmeRt  Iniorniation  Centar 
San  Francisco  Public  tibrajy 
100  Larkin  Street,  5m  Floor 
San  Francisco,  CA  04102 

REFERENCE  BOOK 

Not  to  be  taken  from  the  Library 


February  26,  2009 
2007.0303E 

114  7th  Street  Mixed-Use  Project 

N/A 

East  Site:  Mixed  Use-General  Use  District 
85-X  Height  and  Bulk  District 

West  Site:  Service/Light  Industrial/Residential  Use  District 
65-X  Height  and  Bulk  District 


East  Site:  3726/103 
West  Site:  3727/001 

East  Site:  Approximately  8,088  square  feet 
West  Site:  Approximately  22,125  square  feet 
:  Approximately  30,213  square  feet 
A/Z-SF  Hotels,  LLC 
Andrew  Junius 
Reuben  &  Junius,  LLP 
(415)  567-9000 

San  Francisco  Planning  Department 
Irene  Nishimura  -  (415)  575-9041 
irene.nishimura@sfgov.org 


1650  Mission  St. 
Suite  400 
San  Francisco. 
OA  94103-2479 

Reception: 
415.558.6378 

Fax: 

415.558.6409 
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Inlormation: 

415.558.6377 
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aid  involve  construction  of  two  new  mixed-use,  residential- 
demolition  of  two  buildings  and  a  parking  lot  on  two  non- 

.  — ^  j^^.^^.^      vx^^  ^outh  of  Market  Area  (SoMa).  Figures  1  and  2  show  the  Project 

vicinity  and  1^'  Level  Floor  Plans,  respectively.  One  lot  (Assessor's  Block/Lot:  3727/001;  114 
7th  Street)  is  on  the  west  side  of  7th  Street  with  street  frontages  on  Mission  Street  on  its  north 
side,  and  Minna  Street  on  its  south  side.  The  approximately  22,125  square-foot  lot  (the  west 
site)  is  within  the  Service/Light  Industrial/Residential  (SLR)  District  and  a  65-X  Height  and 
Bulk  District.  In  addition,  it  is  in  the  proposed  Western  South  of  Market  (Western  SoMa) 
Area. 


The  other  lot  (Assessor's  Block/Lot:  3726/103)  is  on  the  east  side  of  7th  Street,  with  street 
frontage  on  Minna  Street  along  its  south  side.  The  approximately  8,100-square-foot  east  site 
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Case  No.: 
Project  Title: 
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Assessor's 
Blocks/Lots: 


February  26,  2009 
2007.0303E 

114  7th  Street  Mixed-Use  Project 

N/A 

East  Site:  Mixed  Use-General  Use  District 
85-X  Height  and  Bulk  District 

West  Site:  Service/Light  Industrial/Residential  Use  District 
65-X  Height  and  Bulk  District 


1650  Mission  St. 
Suite  400 
San  Francisco, 
CA  94103-2479 

Reception: 
415.558.6378 

Fax; 

415.558.6409 

Planning 

Information; 

415.558.6377 


East  Site:  3726/103 
West  Site:  3727/001 
Lot  Size:  East  Site:  Approximately  8,088  square  feet 

West  Site:  Approximately  22,125  square  feet 
Project  Sites'  Total:  Approximately  30,213  square  feet 
Project  Sponsor:    A/Z-SF  Hotels,  LLC 
Andrew  Junius 
Reuben  &  Junius,  LLP 
(415)  567-9000 
Lead  Agency:        San  Francisco  Planning  Department 
Staff  Contact:        Irene  Nishimura  -  (415)  575-9041 
irene.nishimura@sfgov.org 


PROJECT  DESCRIPTION: 
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The  proposed  project  would  involve  construction  of  two  new  mixed-use,  residential- 
commercial  buildings  after  demolition  of  two  buildings  and  a  parking  lot  on  two  non- 
contiguous parcels  in  the  South  of  Market  Area  (SoMa).  Figures  1  and  2  show  the  Project 
vicinity  and  1^'  Level  Floor  Plans,  respectively.  One  lot  (Assessor's  Block/Lot:  3727/001;  114 
7th  Street)  is  on  the  west  side  of  7th  Street  with  street  frontages  on  Mission  Street  on  its  north 
side,  and  Minna  Street  on  its  south  side.  The  approximately  22,125  square-foot  lot  (the  west 
site)  is  within  the  Service/Light  Industrial/Residential  (SLR)  District  and  a  65-X  Height  and 
Bulk  District.  In  addition,  it  is  in  the  proposed  Western  South  of  Market  (Western  SoMa) 
Area. 


The  other  lot  (Assessor's  Block/Lot:  3726/103)  is  on  the  east  side  of  7th  Street,  with  street 
frontage  on  Minna  Street  along  its  south  side.  The  approximately  8,100-square-foot  east  site 
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is  within  a  Mixed  Use-General  (MUG)  District  of  the  East  South  of  Market  (East  SoMa)  Area 
and  an  85-X  Height  and  Bulk  District. 

After  demolition  of  two  hotel  buildings  on  the  west  site  and  removal  of  a  surface  parking  lot 
on  the  east  site,  a  mixed-use,  residential,  and  commercial  building  with  one  level  of 
subterranean  parking  would  be  built  on  each  site.  On  the  east  site,  an  eight-story, 
approximately  85-f6ot  high  building  would  be  constructed  and  would  contain  56  dwelling 
units  on  seven  stories  over  approximately  2,745  square  feet  of  ground  floor  retail  space.  In 
addition,  the  underground  parking  area  would  consist  of  15  vehicle  parking  spaces  and  23 
bicycle  stalls  within  approximately  7,160  square  feet  of  floor  area.  Access  to  the  parking  level 
would  be  on  Minna  Street.  A  total  of  approximately  63,320  square  feet  would  be  developed 
on  the  east  site. 

The  west  site  would  be  developed  with  an  approximately  65-foot  tall,  six-story  residential 
and  commercial  building  over  underground  parking.  There  would  be  110  dwelling  units  on 
five  stories  above  approximately  16,920  square  feet  of  ground  floor  retail  space.  The 
underground  parking  level  would  be  approximately  20,560  square  feet  in  floor  area  and 
would  contain  44  vehicle  parking  spaces  and  40  bicycle  stalls.  Access  to  the  parking  would 
be  on  Minna  Street.  In  addition,  one  loading  space  would  be  provided,  also  with  access  on 
Minna  Street.  A  total  of  approximately  130,930  square  feet  would  be  developed  on  the  west 
site. 


The  proposed  project  may  have  significant  effect  on  the  environment  and  an  Environmental 
Impact  Report  (EIR)  is  required.  This  determination  is  based  upon  the  criteria  of  the  State 
California  Environmental  Quality  Act  (CEQA)  Guidelines,  Sections  15063  (Initial  Study), 
15064  (Determining  Significant  Effect),  and  15065  (Mandatory  Findings  of  Significance).  The 
purpose  of  the  EIR  is  to  provide  information  about  potential  significant  physical 
environmental  effects  of  the  proposed  project,  to  identify  possible  ways  to  minimize  the 
significant  effects,  and  to  describe  and  analyze  possible  alternatives  to  the  proposed  project. 
Preparation  of  an  NOP  or  EIR  does  not  indicate  a  decision  by  the  City  to  approve  or  to 
disapprove  the  project.  However,  prior  to  making  any  such  decision,  the  decision  makers 
must  review  and  consider  the  information  contained  in  the  EIR. 

Written  comments  will  be  accepted  until  the  close  of  business  on  April  2,  2009.  Written 
comments  should  be  sent  to  Bill  Wycko,  Environmental  Review  Officer,  San  Francisco 
Planning  Department,  1650  Mission  Street,  Suite  400,  San  Francisco,  CA  94103. 
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If  you  work  for  a  responsible  State  agency,  we  need  to  know  the  views  of  your  agency 
regarding  the  scope  and  content  of  the  environmental  information  that  is  germane  to  your 
agency's  statutory  responsibilities  in  connection  with  the  proposed  project.  Your  agency  may 
need  to  use  the  EIR  when  considering  a  permit  or  other  approval  for  this  project.  Please 
include  the  name  of  a  contact  person  in  your  agency. 


Bill  Wycko 
Environmental  Review  Officer 
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